ST.    PAUL'S    LUTHERAN  CHURCH 
DECATUR,  ILLINOIS 
Located  at  the  corner  of  Wood  and  Edward 
Street,   St.   Paul's  is  one  of  Decatur's  outstand- 
ing Churches.  Built  in  1949. 
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